


Institutional Archive of the Naval Postgraduate School 





Calhoun: The NPS Institutional Archive 
DSpace Repository 


Theses and Dissertations l. Thesis and Dissertation Collection, all items 


1950 


Investigation of shear lag in panels with and 
without cutouts 


Lachman, Richard H.; Schweitzer, Vance A. 


University of Michigan 


http://hdl.handle.net/10945/14353 


Downloaded from NPS Archive: Calhoun 


| Calhoun is the Naval Postgraduate School's public access digital repository for 
D U DLEY research materials and institutional publications created by the NPS community. 
3 Calhoun is named for Professor of Mathematics Guy K. Calhoun, NPS's first 
KNOX appointed — and published — scholarly author. 


LIBRARY Dudley Knox Library / Naval Postgraduate School 
411 Dyer Road / 1 University Circle 
Monterey, California USA 73 





http://www.nps.edu/library 





OF SHEAR LAG IN PANELS WITH‏ 0100 4ف رل1 
AND WITHOUT CUTOUTS‏ 
by‏ 
Comdr. Richard H. Lachman, USN‏ 
and‏ 


t. Comdr. Vance A. Schweitzer, USN 











INVESTIGATION OF SHEAR LAG 
IN PANELS 
WITH AND WITHOUT CUTOUTS 


by 


RICHARD H. LACH AN 
Commander, USN 


and 


VANCE A. SCHWEITZER 
Lieutenant Commander, USN 


May 1950 12986 





INVESTIGATION OF SHEAR LAG IN PANELS WITH 
AND WITHOUT CUTOUTS 


ACKNOVLEDGENENT 


It is the desire of the writers of this paper to 
express E ad sana to Assistant Professor Raymond 
I. Schneyer of the Aeronautical Engineering Department 
of the University of lichigan for his guidance and ad- 
vice throughout the period of this investigation. 

It is further desired to express appreciation to 
Mr. William Spitza of the Aeronautical Engineering De- 
partment machine shop of the University of Michigan 
for his excellent work in the preparation and mounting 
of the test specimens and other apparatus used in the 


experimental portion of this investigation. 





ji 
311 


13 
15 
26 
29 
20 


TABLE OF CONTENTS 


Summary 

Introduction 

List of Symbols 

Basic Theory 

Equipment and Procedure 
Results and Discussion | 
Conclusions 

Reference 


Sample Calculations 





SUMMARY 


At the suggestion of Assistant Professor Raymond 
I. Schneyer, of the Department of Aeronautical Fngineering, 
University of Michigan, Ann Arbor, Hichigan, the writers, 
Commander Richard H, Lachman and Lt. Commander Vance A. 
Schweitzer, USN, undertook an investigation of shear lag 
in panels with and without cutouts in order to seek ex- 
perimental verification of a new theoretical method of 
solution proposed by Professor Schneyer. This investi- 
gation was carried out as a partial fulfillment of re- 
quirements for the degree of Master of Science in Aero- 
nautical Engine. 

Three experimental models were used in this inves- 
tigation: the first, a three-stringer unsymnetrical 
model with no cutouts; the second, a four-stringer 
symmetrical model with no cutouts; and the third, a four- 
stringer symaetrical model having a cutout in one of the 
panels. All models were constructed of 2L-ST aluminum 
alloy. 

The results of this investigation indicated that 
Professor Schneyer's proposed methode solution gave 
a completely accurate analysis of the shear lag problem 
in the models investigated, commensurate with the degree 


of accuracy of experimental measurements obtained. 





INTRODUCTION 


This investigation of’ the effect of shear lag in 
panels with and without cutouts was undertaken by the 
writers as e tlesis project for partial fulfillment of 
requirements for the degree of Ilaster of Science in Aero- 
nautical Engineering from the Horace H, Rackham School of 
Graduate Studies, University of Michigan, Ann Arbor, 
Michigan. 

The subject of this investiration vas suggested by 
Assistant Professor Raymond I. Schneyer of the Aeronautical 
Engineering Department of the University of ¡lichigan. .Pro- 
fessor Schneyer has devoted much effort in developing a 
new theoretical anproach to the problen of transmission of 
shear about cutouts, It is the primary intent of this 
paper to seek experimental verification of the results 
predicted by Professor Schneyer's method. 

Previous theoretical studies on this subject have 
been conducted by other individuals in the field, including 
Mr. Paul Kuhn, whose paper, reference (a), provided the 
basis for Professor 3chneyer's extended theory. 

The basic elements of Professor Schneyer's theory 
are presented in a subsequent section of this paper. A 
complete develonment of this theory is to be presented by 
Professor 3chneyer in a paper to be published in the near 
future. 
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BASIC THEORY OF THE SHEAR LAG PROBLEM 


The basic theory of shear lag is developed for a 
three-stringer panel having stiffeners of constant cross- 
section, but with no restrictions placed on sheet thick- 
nesses nor symnetrical dimensions of configuration. Only 
` the end results of this development are presented herein. 

The assumptions utilized in this development are 
as follows: 

(1) Changes in dimensions, under load, take 
place only in the longitudinal direction. 
ány changes occurring in the lateral di- 
rection are considered to be of minor 
effect. 

(2) The stringers carry all the tensile or 
compressive load applied to the structure. 

(3) The plate carries only shear load. Any 
tension load carried by the plate can be 
accounted for by the use of an effective 
width of sheet added to the stringers. | 

(4) Law of superposition of loading applies. 

(5) An infinite number of ribs or bulkheads 
exist which are rigid in their own plane, 
but have no rigidity in the plane of the 


panel. 
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As indicated by the procedure set forth in the section 
of this paper entitled "Sample Calculations", the solution 
of the more complicated panels is based upon the resolution 
of these structures into a series of simple panels for which 
a general solution has been obtained. Then, through the 
principle of superposition of loading, which has been assumed 
to apply, plus the use of a load distribution method, a solu- 
tion of these more complicated panels is obtained. It is 
therefore necessary in the basic analysis of this problem to 
seek solutions of the three-stringer panel for a condition 
of loading on each of the three stringers so that the load 
distribution method may be applied. 

The final results of these three separate solutions are 


given below. 


Case I. Load applied at center stringer. 





Figure 1 
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Load applied on Stringer (1). 





Figure 2 7 


The solution of this problem leads to the following 
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Case III. Load applied on Stringer (2). 
The solution .of the problem in this case leads to the 
following results: 
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A combination to these solutions through superposi- 
tion can be obtained wherein joints (1), (2), (3), (4), 
and (5) remain fixeg as joint (0) is loaded. This com- 


bined solution gives the following results: 
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The constants used in the foregoing developments are 
defined as follows: 
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A solution for a two-stringer panel problem is also 
necessary for use in the load distribution method of 
solution of the more complicated panels. This solution 
was first developed by Mr. Paul Kuhn in reference (a). 
It can be shown that Professor Schneyer's solution for 
a three-stringer panel will reduce identically to Kuhn'!s 
two-stringer solution for the special case that either 


t, or t, equals zero, Kuhn's solution is given below. 
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K, in this solution is defined as in the three- 


20151118617 case, i.é., 
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EQUIPMENT AND PROCEDURE 


Experimental tests were performed in the labora- 
tory on a three-stringer and a four-stringer model with 
no cutouts, and on a four-stringer model with a cutout. 
Physical dimensions of these three specimens are given 
in Figs. (10), (11), and (12) of this report. All spe- 
cimens were constructed of 24-ST aluminum alloy. 

The specimens were mounted ona rigid frame struc- 
ture, shown in Fig. (19). This structure was so de- 
signed that its deflections were of second order in com- 
parison with the deflections of the test specimens under 
loading conditions., Attachment of the specimens to the 
frame was accomplished by means of 5/16 inch AN bolts 
running through the upper ends of the stringers. These 
bolts were tightened as securely as possible to insure 
the greatest possible degree of fixity at the attachment 
points. 

Loading of the specimens was accomplished by means 
of a turnbuckle system employing the use of a tension 
dynamometer. As indicated in Fig. (৪), the loading on 
the three-stringer specimen was direct to the center 
stringer, whereas in the case of the four-stringer speci- 
men, simultaneous loading at four points was obtained 


20 
through the use of the special rig shown in Fig. (24). 


E 





This rig was designed to give a loading ratio of two to 
one (2:1) between the inboard and outboard mre 

Strain gage type tension and compression dynamomet ers 
were calibrated in a tensile testing machine and were 
found to have linear characteristics of load vs. strain 
throughout the desired loading range. 

SR-4 strain gages were placed on the model at de- 
sired locations. Types of strain gages used were A-1, 
A-7, and A-10. Space limitations dictated the size of 
gage to be used at a given location. To eliminate the 
effects of bending, a duplicate set of gages was located 
on the back face of all specimens. Two Young strain 
indicators were used to obtain strain readings. A sys- 
tem of circular type electrical sweep switches was used 
in conjunction with the strain recorders. 

The experimental procedure in itself consisted 
essentially of straining the tension dynamometer to a 
desired load, allowing the system to come to equilibrium 
at that load, and recording the strain readings at the 


various stations throughout the model. 
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RESULTS AND JISCUSSION 


Since tests were perforned on three distinct spe- 
cimens, it is believed that a separate discussion of each 
would be the most effective manner of presentation of 
results. 

ES I. Three-stringer specimen. 

For this case the problem was divided into two 
phases: (a) Loading on center stringer with no restraint 
on the lower outboard stringers, and (b) loading on 
center stringer with lower outboard stringers restrained 
from movement. 

Data was taken for phase. (a) with loadings of both 
1000 and 2000 pounds. This data appears in Table I. 

It should be noted that linearity was exact within the 
limit of accuracy of measurement. Reduction of this 

data for the 2000 pound loading condition gave the re- 
sults indicated below. Theoretical calculations for this 
model were made, and these results appear alongside the 
experimental results. Effective width of sheet was not 
considered in these theoretical calculations since only 
the internal load points were being considered, and it was 
believed that ina simple panel of this type the external 
loads would not be vitally affected by the exclusion of 


the effective width considerations. 


15 





xXx 


”688 ”686 ؟ 6257 ”737 639 “522 





2000* 2000” 


Theoretical Experimental 


Figure 7 


The percentage discrepancy between theoretical and experi- 


mental, based on theoretical values, are 


Ss 6.8% 。 
۲ 7.1% 
P, 0.1% 


These results appear to give good agreement with theory. 
In case (b), the center stringer was loaded to 

2000 pounds, and the outboard lower stringer points were 

restrained. Load readings for these outer points were ob- 

tained by use of comoression dynamoneters. Inasmuch as 

the elongation at these outer points was of an order of 

magnitude of less than .002 inches, coupled with the 


fact that the dynamometer support system was not entirely 
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rigid to this degree of fineness, part of the load which 
should have been read on the dynamometers was picked up 
at the upper supports. As an alternative solution, it 
was then decided to take the loads actually read by the 
compression dynamometers, and to calculate the values of 
load at the upper stringer points due to each of these 
lower loads acting independently. If the theory was 
correct, these solutions, when added to the solution of 
the 2000 pound load of case (a), should then match the 
actual load readings experinentally deterained at the 
upper stringer points. Data for this run is given in 


Table II. The following results ensued from this pro- 


cedure. 
625” eec" estas” 569% 474 583" 90.2* 97* 
tt 
2000* Ge £407 
483* 539” S44* #9ሥ s24” 569-4 
“86 ” 2000° Soo? /88* 2000* 240% 
Theoretical Experimental 
Figure 6 
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The percentage discrevancy between theoretical and ex- 


perimental values for each load are: 


E 2.8% 
۲ 3.7% 
P, 1.6% 


From these results, it is evident that the original assump- 
tion of superposition of loading has been proven valid. 

Two shear gages were mounted at the third points of 
the 8" panel. During the test it was discovered that the 
lower shear gage was inoperative, and therefore, only 
the shear value at the upper third point could be deter- 
mined, the experimental value of this shear was deter- 
mined to be 512 psi. The theoretical value computed was 
127 psi. Since only one point was involved, it is diffi- 
cult to draw any conclusions from the apparent wide dis- 
crepancy in these results. 

Case II. 

For this portion of the investigation, a symaetrical 
four-stringer model with no cutouts was used. A load of 
2000 pounds was applied through the tension dynamometer. 
Initially, strain gages were placed at the third points 
of all four stringers. One gage in each set was secured 
to the stringer proper, while its mate on the opposite 
side was secured to the sheet. As before, gages were 
also located on both sides of the upper stringers, each 


gage being secured to the stringer itself. To determine 
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the effective width of sheet to be added to the stringer 
areas, fifteen strain gages were located spanwise on 
the sheet across the upper third point station as indi- 
cated in Fig. (23). Six additional spanwise gages were 
placed along the lower third point station. 

The experimental data taken for this model appears 
in Table III. From the upper third point strain readings, 
curves showing strain distribution across the sheet were 
LLL ied and appear in Fig. (13). The ings d area 
under this curve, when multiplied by the factor (Et), 

i.e. modulus tines sheet thicknes:, gave the total load 
carried by the sheet. The load is indicated on the above - 
mentioned figure. The load carried by half the sheet 
width in each panel was assigned to its adjacent stringer 
at the experimentally determined stringer stress, thus 
forming the basis for obtaining effective width of sheet. 
Fifty-percent of the four-inch sheet adjacent to the out- 
board stringers was determined to be effective while only 
forty-percent of the nine-inch sheet adjacent to both sides 
of the inboard stringers was effective. In the theoreti- 
cal calculations these effective widths were assumed con- 
stant throughout the entire length of the stringer. 

Computation of stringer loads at the third point 
stations, based on stringer strain gage readings, when 
added to the load carried by the sheet, failed to equal 


the applied loadings of 2000 pounds by a wide margin. 





It was concluded that the combination of stringer gages, t 
one on the stringer and one on the sheet, gave erroneous 
readings of the stringer loads, and therefore, an alter- 
nate method of determination of stringer loads was neces- 
sary. The smooth plot of sheet strain distribution, 
Fig. (13), was projected to the rivet line of each 
stringer. This point then এজি বটি. a stringer gage 
reading on the sheet face. From the difference in the 
gage readings of each set of gages mounted on opposite 
sides of the sheet, the bending moment normal to the 
sheet was determined. A plot of this cross-panel moment 
distribution is given in Fig. (14). In the same manner 
as above, these plots were projected to the rivet lines 
of each stringer, and these projected points then repre- 
sented the bending moment at the stringer third points. 
Since the stringer thickness was three times that of the 
sheet, the strain on the free face of the stringer, due 
to bending, is three times that on the sheet’ face of the 
Stringer. By using this relation, a value of strain 
reading on the free face of the stringer could be ob- 
tained. By averaging the strain መቸ. thus obtained, 
bending effects were elininated, and the load in the 
stringer determined. The stringer loads determined by 
this method, when added to the load carried by the sheet, 
totaled 1990 pounds compared to the anvlied load of 


2000 pounds, an error of only 1/2%. A similar method of 
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obtaining stringer loads was applied to the lower third 
point stations. Since fewer strain gages were employed, 
an assumption was nade that these curves would be of a 
similar type to those of the upper third points. 

Theoretical computations of this problem were made 
both with and without effective sheet width being con- 
sidered. In order to compare theoretical and experimental 
results at the interior stringer stations, it is neces- 
sary to compare stresses rather than loads. Results of 
experimental and theoretical calculations for a 2000 
pound loading are given in Fig. (15). In this figure, 
LLL theoretical calculations are presented in graphical 
form as stress distribution along each of the four stringers. 
Two theoretical curves are plotted for each stringer, one 
representing the consideration of effective width and the 
other neglecting effective width. Experimentally deter- 
mined stresses are plotted at the respective points 
under consideration. 

From a study of the Fig. (15), it is immediately 
apparent that the effective width varies along the 
Stringer. Since the experimentally determined stresses 
at the stringer ends coincide almost exactly with those 
stresses calculated without consideration of effective 
width, it may be concluded that the effective width is 
zero at the ends of the panel. At the upper third 


point stations, the experimental results are in very good 
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agreement with those calculated through the inclusion of 
effective width and are obviously far from the results 
predicted when effective width is neglected. 

The experimental results at the lower third point 
stations also indicate that there is a similar effective 
width which must be considered. Although discrepancies 
between theoretical and experimental values exist here 
on three of the four stringers, it is noted that the ex- 
perimental points lie much closer to the results in which 
effective width was considered. It appears reasonable 
to assume that the effective widths at the lower third 
points should be identical with those of the upper third 
points due to symmetry existing in the model. The dis- 
crepancies existing between the experimental and theore- 
tical results are believed to lie in the experimental 
results and may be attributed to the following reasons: 

(1) The lack of symmetry in strain readings taken 
at these points, as evidenced by their plot on Fig. (16). 

(2) The fact that an insufficient number of strain 
readings were taken across the panel at this station to 
give an accurate description of the strain conditions 
existing in the sheet. The stringer strains computed 
from these few readings may be viewed with some suspicion. 
Case III. 

Bor this eee, the outboard center third panel on 
one side of the model used in Case II was cut out, as 


shown in Fig. (24). In computation of the theoretical 
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problem for this case, the same effective widths utilized 
in Case II were used, excepting in the area of the cut- 
out where proper modification was made. Effective width 
was assumed acting throughout the length of the stringers. 
No independent calculations were made neglecting effective 
width for this case. Complete theoretical calculations 
for this case are presented in the section of this revort 
entitled "Sample Calculations." The methods involved in 
this more complicated case completely cover methods used 
in computations for Cases I and II. 

All strain gages used in Case II with exception of 
those removed by the cutout were again utilized. An addi- 
tional set of two strain gages was placed at the center 
of the outboard stringer adjacent to the cutout. A 
small piece of the sheet remaining on the stringer was 
removed to accomodate placing of the strain gage directly 
against the stringer face, thus avoiding the complica- 
tions discussed in Case II in determining stringer 
strains. Experimental data for this model is given in 
Table IV. 

Strain and moment distribution curves for this case 
are shown in Figures (16) and (17). As in Case II, the 
experimental and theoretical results for this model are 
presented in graphical form in Fig. (18). The theoretical 
plot of stress on stringers (1) and (2) show a discon- 


ከክ ከነኛ at the third points. This is due to the fact 
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that effective width is assumed present on the sheet 
side, and is, of course, zero at the cutout. 

At the exterior stringer points it is noted that the 
experimental results of stress do not agree with the 
theoretical results based on effective en consideration. 
If theoretical calculations had been made with no effec- 
tive width at these points, the experimental stresses 
would have been in closer agreement with the theoretical 
stress. This can be shown by considering loads rather 
than stresses at these points as indicated in the figure 
below, keeping in mind that the theoretical loads repre- 


sent consideration of effective width. 
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At the third point stations, the experimental re- 
sults again indicate that the effect of effective width 
of sheet is present in the interior of the panel. On 
stringer (1), it is noted that the experimental stress 
value coincides exactly with the theoretical value. It 
was on this at eer tHE the strain gages were placed 
directly against the stringer faces, thus providing a 
much higher degree of accuracy of strain measurements. 
Discrepancies existing at the other stringer points are 
believed 8০7 mainly in the actual strain measurements 
taken since total computed load carried by the stringers 
and the sheet, based on these measurements, failed to 
account for 10% of the known applied load. New attempts 
were made to account for this discrepancy in total load 
with no success. Due to shortage of time, a full in- 
vestigation of this discrepancy was not possible. 

No results of shear investigation in the sheet are 
presented for this case, since one of the two sets of 
سا‎ again proved to be defective. Time limitations 
prevented a complete investigation of the shear pheno- 


mena within the sheet. 
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CONCLUSIONS AND RECOMMENDATIONS 


The following conclusions are drawn form this inves- 
tigation: 

(1) 755 with the degree of accuracy of 
experimental measurements in this investigation, it is 
firmly believed that the theory develoned by Professor 
Schneyer gives an accurate analysis of the axial stresses 
existing in panels with and without cutouts. 

(2) In view of the incorplete investigation of shear 
existing in the sheet, no direct conclusions can be made 
regarding the actual state of shear within the sheet. 
However, since the stringer loads are a direct function 
of the shear transmission in the sheet, and since the 
predicted stringer loads have been proven valid, it appears 
reasonable to assume that the predicted state of shear 
in the sheet is correct. 

(3) The principle of superposition, a basic assump- 
tion of this theory, was vroven to be entirely valid | 
within the elastic limit. 

(4) For dependable measurenents of stringer strains, 
the strain gages should be placed directly against the 
stringer faces. In further investigution of this shear 
lag problem, it is recommended that a small section of 


the sheet riveted to the stringer be removed to accomo- 
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date a strain gage. It is believed that any local effects 
arising from this small cutout will be minor. 

(5) Lack of symmetry in strain readings in a geo- 
metrically similar inodel may be attributed in part to 
local voriations in the manner in which the rivets trans- 
fer loads from the sheet to the stringers. In addition, 
in spite of extreme care taken in the construction of 
the symmetrical model, it is probable that some small ነ 
deviations were present. 

(6) For the particular models used in this inves- 
tigation, it appears that only fifty-percent of the sheet 
adjacent to an e::terior stringer and only forty-percent 
adjacent to an interior stringer is effective at interior 
stations. In the solution of any problem involving shear 
lag, it is deened essential that some estimate be made re- 
garding the variation of effective width of sheet to be 
added to the stringer areas. The effective width has been 
roven conclusively to be equal to zero at the ends of the 
panels. However, it is believed that it approaches its 
maximum value within a short distance of the ends. To 
determine the actual variation of effective width, it 
would be necessary to run a series of strain measure- 
ments across the sheet at a nwaber of different longi- 
tudinal stations. For the case of coupression loading, 
consideration of effective width is materially altered 


from that of tension loading due to buckling effects. 
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In final conclusion, it is.desired to state the sincere 
belief of the writers that Professor Schneyer's work on 
the shear lag problem represents a highly substantial con- 


tribution to this field. 
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SAMPLE CALCULATIONS 





Figure (a) 


The basic dimensions of the four-stringer panel with a cut- 
out are shown in Figure (a). Since loads in the stringers are 
desired at the third points, the panel is divided into three 7" 
lengths as indicated. To apply tne load distribution method of 
solution to this panel it is nesessary to eompute the load dis- 
tribution faetors at each point. To aceomplish this, the panel 
must be treated as a series of basie panels for which solutions 
have been achieved. 

Considering first the three-etringer panel 19-2o-1d-254, 
whieh is identíeal to panel la-2a-lb-2b, the Sehneyer solution 


is applied as follows: 
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In the above solution all stringer end points are fixed exeept 
for the lower center stringer where the load P, is applied. By taking 
Pg equal to one (1) lb., the remaining five "P" loads represent the 
distribution factors for the lower (and upper) center panel point. 


Its graphical representation is indieated below. 
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Since the three-stringer panels 2a-4a-2b-4b, 2b-4b-206-46 and 
2e-lo-2d-hd are mirror images of the panel solved above, the 
distribution faetors computed will also hold for the lower and 
upper center panel points of these panels. 

It ie now necessary to find the distribution factors for 
the two-stringer panel le~2e-ld-2d. Here the points lc, 2€ and 
2d remain fixed when a load at ld is distributed. The distri- 
bution factors at lc will be identical to that of ld. Similar- 
lg, since the panels are identical, these distribution factore 
will also be valid at joints la, lb, 4a, 4b, hc and hd. The 


Kuhn solution is applied to these panela as follows: 
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The distribution factors at joints lb and le (cutout seetion) 


are equal to 1.00 sinee all the load at these joints must pages into 


the stringer, i.e., there is no distribution to joints 2b and 2e. 


One panel remains for which distribution factors must be eom- 


The Kuhn solution is applied to this panel to 


puted, 2b—3b-2e-3c. 


Obtain the distribution faetors for joints 2b and 2e. Its solution 
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is indicated below: 
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All load distribution faetors having been determined, it is 
now necessary to determine the distribution faetors at the joints; 
i.e., as the loads accumulate in the upper and lower "boxes" of a 
joint, an unbalance of load is present. when the joint is unlocked, 
this unbalansed load must be distributed to the upper and lower 
"boxes" in such a manner that the joint is balanced. This is anal- 
ogous to saying that when a section is cut at the joint the load 
on the lower free body must be equal and opposite to the load on 
the upper free body. To determine these joint distribution faetors 
use is made of both the Schneyer and the Kuhn solutions for stringer 
displacement of three-stringer and two-stringer panels respectively. 
The upper free body is’ loaded with a known load, and the displacement 
is computed. Since the corresponding point of the lower free body 
must undergo an identical displacement, the load on the lower free 
body required to produce that displacement may be found. Then the 
ratio of the load in each free body to the sum of the two free body 


loads gives the desired joint distribution faetor. 
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At joints 3b, 56, 4b and he tne joint distribution factors 
are .50 - .50 sinee the three-stringer panela from stringer (2) 
to stringer (4) are identical,and hence the load required to pro- 
duce a given displacement at joints 3b and je are identical. The 
same argument applies to the two-atringer panels from stringer (5) 
to stringer (^). 

The joint distribution factors at joints lb and 2b are ob- 
tained as indicated below. The distribution factors at le and 2e 


are identical to those of lb and 2b respeotively. 
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Considering now joints 2b and 26, we have: 
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A complete picture of the load and joint distribution factors 
is given in Figure (b). sy entering the given loadings of 333 lbs. 
at joints ld and 4d and 667 lba. at 2d and 3d, the loads are dia- 
tributed in accordance with the factora of Figure (b) until all of 
the loads are run out to joints la, 2a, 3a and 4a. Final results 


of these calculations are given in Figure (e). All loadings shown 


in Figure (e) are in pounds. 
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Figure 19 


View showing three-stringer model mounted 


in rigid frame 








Figure 21 


View showing loading of three-stringer panel 


on center stringer 











Figure 21 


View showing loading of three-stringer panel 


on center stringer 








Figure 22 


View of three-stringer panel showing restraint of 


outer stringers and mounting of compression dynamometers 








Figure 23 


View of four-stringer panel with no eutout, showing 


the strain gage mounting pattern 








Figure 24 


View of the four-stringer panel with a cutout 
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